2009  Air  Emissions  Monthly  Summary  -  All  Regions 


941527  Ontario  Inc.                                  3130  Caravelle  Dr 

Mississauga 

Sector: 

Ministry  Office: 

Miscellaneous  Industrial 
Halton-Peel 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

BUTYL  ACETATES 

x^uiicy/VjUiQciinc  iion-v^oniormance 

February  4, 2009  -      735       ug/m3     30min  avg    1  exceedance  1745 
December  31,  2009 

1745 

Conducting  Study 

Assessment  Underway, 
Voluntary  Abatement  Program 
Underway 

Total  Policy/Guideline  Non-Conformance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

CARBON 


Legislation  Non-Compliance 


February  4,  2009  -  25 

ug/m3     30min  avg    1  exceedance 

327 

327 

Conducting  Study 

Assessment  Underway, 

December  31,  2009 

Voluntary  Abatement  Program 
Underway 

Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

DIBUTYLTIN  DILAURATE 


Policy/Guideline  Non- Conformance 


February  4,  2009  -       100       ug/m3     30min  avg    1  exceedance 

163 

163 

Conducting  Study 

Assessment  Underway, 

December  31,  2009 

Voluntary  Abatement  Program 

Underway 

Total  Policy/Guideline  Non-Conformance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


941527  Ontario  Inc.                                  3130  Caravelle  Dr 

Mississauga 

Sector: 

Ministry  Office: 

Miscellaneous  Industrial 
Halton-Peel 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

ETHYL-3-ETHOXY  PROPIONATE 

j-/cgisi<iiion  rNun-i^oinpiidnce 

February  4, 2009  -       147       ug/m3     30min  avg    1  exceedance  835 
December  31,  2009 

835 

Conducting  Study 

Assessment  Underway, 
Voluntary  Abatement  Program 
Underway 

Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

HEXAMETHYLENE  DIISOCYANATE  MONOMER 


Upper  Risk  Threshold 


February  4,  2009  -  1 

ug/m3  any 

1  exceedance 

9.5 

9.5 

Conducting  Study 

Assessment  Underway, 

December  31,  2009 

Voluntary  Abatement  Program 
Underway 

Total  Upper  Risk  Threshold  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Abitibi-Consolidated  Inc.  -  Fort        145  Third  st  w 

Franpoc  rtidcinn                                        Fort  Frances 

r  ranees  Division 

Sector: 

Ministry  Office: 

Pulp  and  Paper 
Kenora 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

TOTAL  REDUCED  SULPHUR 

CofA/Permit  Non-Compliance 

January  1, 2009  -        27        ppb        /hr              193  exceedances  28 
December  31,  2009 

242 

Operational  Process 
Modification 

Assessment  Underway 

Total  CofA/Permit  Non-Compliance  =  193  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


ADM  Agri-IndllStrieS  Ltd.  5550  Maplewood  Drive  Sector:  Miscellaneous  Industrial 


Essex 

Ministry  Office: 

Windsor 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

SUSPENDED  PARTICULATE  MATTER 

Legislation  Non-Compliance 

January  1, 2009  -        120       ug/m3     24  hour       1  exceedance  265 
December  3 1 ,  2009  avg 

265 

Other 

Assessment  Underway 

Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Algonquin  Power  Energy  From 
Waste  Inc. 


7656  Bramalea  Rd 
Brampton 


Sector:  Miscellaneous  Industrial 

Ministry  Office:  Halton-Peel 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


CARBON  MONOXIDE 

CofA/Permit  Non-Compliance 


February  1,2009- 
February  27,2009 

42.5 

nnm 

4h  avg 

46.2 

66.1 

-1— 'M  Ul  LSI  1 1  v..  1 1 1  IVlUUlllV^U 

Repaired  -  Replaced  or  Re- 
calibrated 

Action  Required 

-  No 

March  27,  2009 

42.5 

ppm 

4h  avg 

1  exceedance 

44.3 

44.3 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete 
Action  Required 

-No 

March  18,2009- 
March  25,  2009 

42.5 

ppm 

4h  avg 

3  exceedances 

47.6 

62.2 

Operational  Process 
Modification 

Assessment  Complete 
Action  Required 

-No 

April  04,  2009 

42.5 

ppm 

4h  avg 

2  exceedances 

52.8 

66.3 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete 
Action  Required 

-No 

April  20,  2009 

42.5 

ppm 

4h  avg 

1  exceedance 

52 

52 

Operational  Process 
Modification 

Assessment  Complete 
Action  Required 

-No 

May  4,  2009  - 
May  23,  2009 

42.5 

ppm 

4h  avg 

3  exceedances 

44.4 

66.3 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete 
Action  Required 

-No 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Algonquin  Power  Energy  From        7656  Bramaiea  Rd 
Waste  Inc.  Brampton 

Sector: 

Ministry  Office: 

Miscellaneous  Industrial 
Halton-Peel 

Date                    Limit    Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

June  10, 2009            42.5      ppm       4h  avg        1  exceedance 

45.4 

45.4 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Action  Required 

No 

August  08, 2009         42.5      ppm       4h  avg        1  exceedance 

46.7 

46.7 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Action  Required 

No 

September  24, 2009     42.5      ppm       4h  avg         1  exceedance 

59.5 

59.5 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Action  Required 

No 

December  21, 2009      42.5      ppm       4h  avg         3  exceedances 

54.2 

79.7 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Action  Required 

No 

Total  CofA/Permit  Non-Compliance  =  19  exceedances 

HYDROGEN  CHLORIDE 

CofA/Permit  Non-Compliance 

May  25, 2009            18        ppm       24hr  avg      1  exceedance 

56 

56 

Operational  Process 
Modification 

Assessment  Complete  - 
Action  Required 

No 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Algonquin  Power  Energy  From        7656  Bramaiea  Rd 

Wocfo  Tun  Brampton 

waste  inc.  r 

Sector: 

Ministry  Office: 

Miscellaneous  Industrial 
Halton-Peel 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

NITROGEN  OXIDES 

CofA/Permit  Non-Compliance 

July  13,2009             110      ppm       24hr  avg      1  exceedance  124 

124 

Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


OPACITY 


CofA/Permit  Non-Compliance 


March  30,  2009 

5 

% 

Opacity 

2h  avg 

1  day  of 
exceedances 

6.3 

6.3 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete 
Action  Required 

-No 

March  30,  2009 

10 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

16.6 

16.6 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete 
Action  Required 

-No 

April  06,  2009 

10 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

10.6 

18.4 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete 
Action  Required 

-No 

May  04,  2009 

10 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

13.7 

18.6 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete 
Action  Required 

-No 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 


Page  7  of  86 


2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Algonquin  Power  Energy  From 
Waste  Inc. 

7656  Bramalea  Rd 
Brampton 

Sector: 

Ministry  Office: 

Miscellaneous  Industrial 
Halton-Peel 

Date 

Limit 

Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

August  01,  2009 

10 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

10.1 

10.1 

Action  Plan  Submitted  - 
Implementing  Improvement 

Assessment  Complete 
s     Action  Required 

-No 

October  29,  2009 

5 

% 

Opacity 

2h  avg 

1  day  of 
exceedances 

5.2 

5.2 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete 
Action  Required 

-No 

October  29,  2009 

10 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

11.2 

11.2 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete 
Action  Required 

-No 

November  06,  2009 

10 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

11.4 

11.4 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete 
Action  Required 

-No 

December  14,  2009 

10 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

13.6 

13.6 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete 
Action  Required 

-No 

Total  CofA/Permit  Non-Compliance  =  9  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Amaizeinfflv  Crreen  Products.  T^.P.      201  MacDonaid  Rd 

Collingwood 

Sector:               Miscellaneous  Industrial 
Ministry  Office:  Barrie 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action                    Ministry  Action 

ODOUR 

CofA/Permit  Non-Compliance 

August  21,  2009         1          Odour     10  min  avg  1  exceedance  2.92 

Units 

2.92 

Action  Plan  Submitted  -           Control  Order  Issued 
Implementing  Improvements, 
Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


ArcelorMittal  DofaSCO  Inc.  1330  Burlington  Street  East  Piers  20  &  21        Sector:  Iron  and  Steel 

Hamilton  Ministry  Office:  Hamilton 

Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 

OPACITY 


Legislation  Non-Compliance 


January  1,2009- 
January  31,2009 

20 

% 

Opacity 

6min  avg 

16  days  of 
exceedances 

21 

100 

Action  Plan  Submitted  - 
Implementing  Improvements 

Other  Abatement  Action  Taken 

February  1,2009- 
February  28,2009 

20 

% 

Opacity 

6min  avg 

14  days  of 
exceedances 

21 

100 

Action  Plan  Submitted  - 
Implementing  Improvements 

Other  Abatement  Action  Taken 

March  1,2009- 
March  31,2009 

20 

% 

Opacity 

6min  avg 

21  days  of 
exceedances 

21 

100 

Action  Plan  Submitted  - 
Implementing  Improvements 

Other  Abatement  Action  Taken 

April  1,2009- 
April  30,  2009 

20 

% 

Opacity 

6min  avg 

24  days  of 
exceedances 

21 

100 

Action  Plan  Submitted  - 
Implementing  Improvements 

Other  Abatement  Action  Taken 

May  1,2009- 
May  30,2009 

20 

% 

Opacity 

6min  avg 

21  days  of 
exceedances 

21 

100 

Action  Plan  Submitted  - 
Implementing  Improvements 

Other  Abatement  Action  Taken 

June  1,2009- 
June  30,2009 

20 

% 

Opacity 

6min  avg 

26  days  of 
exceedances 

21 

100 

Action  Plan  Submitted  - 
Implementing  Improvements, 
Additional  Monitoring 
Underway 

Other  Abatement  Action  Taken 

July  1,2009- 
July  31,2009 

20 

% 

Opacity 

6min  avg 

22  days  of 
exceedances 

21 

100 

Action  Plan  Submitted  - 
Implementing  Improvements 

Other  Abatement  Action  Taken 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


ArcelorMittal  DofaSCO  Inc.  1330  Burlington  Street  East  Piers  20  &  21        Sector:  Iron  and  Steel 

Hamilton  Ministry  Office:  Hamilton 


Date 

Limit 

Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

August  1,2009- 
August  31,  2009 

20 

% 

Opacity 

6min  avg 

23  days  of 
exceedances 

21 

100 

Action  Plan  Submitted  - 
Implementing  Improvements 

Other  Abatement  Action  Taken 

September  1,2009- 
September  30,  2009 

20 

% 

Opacity 

6min  avg 

21  days  of 
exceedances 

21 

100 

Action  Plan  Submitted  - 
Implementing  Improvements 

Other  Abatement  Action  Taken 

October  1,2009- 
October  3 1 ,  2009 

20 

% 

Opacity 

6min  avg 

21  days  of 
exceedances 

21 

100 

Action  Plan  Submitted  - 
Implementing  Improvements 

Other  Abatement  Action  Taken 

November  1,2009- 
November  30,  2009 

20 

% 

Opacity 

6min  avg 

24  days  of 
exceedances 

21 

100 

Action  Plan  Submitted  - 
Implementing  Improvements 

Other  Abatement  Action  Taken 

December  1,  2009  - 
December  31,  2009 

20 

% 

Opacity 

6min  avg 

20  days  of 
exceedances 

21 

100 

Action  Plan  Submitted  - 
Implementing  Improvements 

Other  Abatement  Action  Taken 

Total  Legislation  Non-Compliance  =  253  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Atotech  Canada  T^td.                                11 80  Corporate  Dr 

Burlington 

Sector: 

Ministry  Office: 

Organic  Chemical  Manufacturing 
Halton-Peel 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

QTTT  PITT  TP  TP1  A  Pin 

Upper  Risk  Threshold 

January  1,  2009  -        30        ug/m3     30min  avg    1  exceedance  86.2 
December  31,  2009 

86.2 

Conducting  Study 

Assessment  Underway 

Total  Upper  Risk  Threshold  =  1  exceedance 

Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Bowater  Canadian  Forest  Products     156  Darrel  Ave  Sector:  Miscellaneous  Industrial 

InC  Ontario  Sawmill  Thunder  Bay  Ministry  Office:  Thunder  Bay 


Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

OPACITY 

Legislation  Non-Compliance 

February  12, 2009       20        %           6min  avg     1  day  of  21 

Opacity  exceedances 

21 

Other 

Assessment  Complete  - 
Incident  Resolved 

Total  Legislation  Non-Compliance  =  1  day  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Bowater  Canadian  Forest  Products    2001  Neebing 

Tnf     Tlmnrloi-  li'iv                                    Thunder  Bay 

inc.  -  inunacr  r>ay  J 

Ave 

Sector: 

Ministry  Office: 

Pulp  and  Paper 
Thunder  Bay 

Date                    Limit    Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

NOISE 

v  01  /V/  it  1  mi  1  iion-^ompnance 

January  27, 2009  -      45        dBA       any             1  exceedance 
December  31,  2009 

46 

64 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


OPACITY 


Legislation  Non-Compliance 


February  22,2009-  20 

%          6min  avg     4  days  of 

20 

90 

Equipment  Modified  - 

Assessment  Complete  -  No 

December  26,  2009 

Opacity  exceedances 

Repaired  -  Replaced  or  Re- 
calibrated 

Action  Required 

Total  Legislation  Non-Compliance  =  4  days  of  exceedances 


TOTAL  REDUCED  SULPHUR 


Policy/Guideline  Non- Conformance 


June  21,  2009 

27 

ppb 

30min  avg    1  exceedance 

42 

42 

Operational  Process 

Assessment  Complete  - 

Modification 

Incident  Resolved 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Bowater  Canadian  Forest  Products  2001  Neebing  Ave 
Inc.  -  Thunder  Bay  Thunder  Bay 


Sector:  Pulp  and  Paper 

Ministry  Office:  Thunder  Bay 


Date 

Limit  Unit 

Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

October  08,  2009 

27  ppb 

30min  avg   2  exceedances       3 1 

33 

Action  Plan  Submitted  - 
Implementing  Improvements 

Assessment  Complete  -  No 
Action  Required 

Total  Policy/Guideline  Non-Conformance  =  3  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


BP  Canada  Energy  Company  - 
Sarnia 


1182  Plank  Rd 
Sarnia 


Sector:  Organic  Chemical  Manufacturing 

Ministry  Office:  Sarnia 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


CARBON  DISULFIDE 

Legislation  Non-Compliance 

March  27, 2009  330       ug/m3     30min  avg    1  exceedance 


1555 


1555 


Other 


Other  Abatement  Action  Taken 


Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

HYDROGEN  SULFIDE 

Legislation  Non-Compliance 

March  27, 2009  30        ug/m3     30min  avg    1  exceedance  14000 


14000 


Other 


Other  Abatement  Action  Taken 


Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


OPACITY 


Legislation  Non-Compliance 


January  22, 2009         20        %  6min  avg     1  day  of 

Opacity  exceedances 


100  100  Equipment  Modified  - 

Repaired  -  Replaced  or  Re- 
calibrated 


Assessment  Complete  -  No 
Action  Required 


Total  Legislation  Non-Compliance  =  1  day  of  exceedances 


TOLUENE 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


BP  Canada  Energy  Company  -         1 182  Plank  Rd 
Sarnia  Sarnia 

Sector:               Organic  Chemical  Manufacturing 
Ministry  Office:  Sarnia 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action                    Ministry  Action 

Legislation  Non-Compliance 

March  27, 2009  2000     ug/m3     30min  avg    1  exceedance        3760        3760        Other  Other  Abatement  Action  Taken 


Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Capital  Power  Income  L.P.  Lot:  26,27,28,  Cone:  4,  Stoddart  Twp  Sector:  Electric  Power  Generation 

Stoddart  Ministry  Office:  Timmins 


Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

OPACITY 

CofA/Permit  Non-Compliance,  Legislation  Non-Compliance 

December  5, 2009  -     20        %           6min  avg     8  days  of  8.62 
December  24, 2009                Opacity  exceedances 

79.01 

Action  Plan  Submitted  - 
Implementing  Improvements 

Assessment  Underway, 
Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-Compliance,  Legislation  Non-Compliance  =  8  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 

Carmeuse  Ume  fDundas^  limited     600  Hishwav  5  w  Gate  l 

Hamilton 

Sector: 

Ministry  Office: 

Industrial  Minerals 
Hamilton 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action 

Ministry  Action 

CALCIUM  OXIDE 

Legislation  Non-Compliance 

January  1, 2009  -        20        ug/m3     30min  avg    1  exceedance         869  869 
December  31,  2009 

Other 

Provincial  Officer's  Order 
Issued 

Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

OPACITY 


Legislation  Non-Compliance 

January  06, 2009         20        %  6min  avg     1  day  of  73.27        73.27        Action  Plan  Submitted  -  Assessment  Complete  -  No 

Opacity  exceedances  Implementing  Improvements,    Action  Required 

Operational  Process 
Modification 


January  30, 2009         20        %  6min  avg     2  days  of  23.16        27.14        Equipment  Modified  -  Assessment  Complete  -  No 

Opacity  exceedances  Repaired  -  Replaced  or  Re-       Action  Required 

calibrated,  Operational 
Process  Modification 


February  10, 2009       20        %  6min  avg     1  day  of  21.82        28.62        Action  Plan  Submitted  -  Assessment  Complete  -  No 

Opacity  exceedances  Implementing  Improvements     Action  Required,  Voluntary 

Abatement  Program  Underway 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


CarmeUSe  Lime  (Dundas)  Limited       600  Highway  5  W  Gate  1  Sector:  Industrial  Minerals 

Hamilton  Ministry  Office:  Hamilton 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 


February  14,  2009 

20 

% 

6min  avg 

1  day  of 

27.64 

27.64 

Equipment  Modified  - 

Assessment  Complete  -  No 

Opacity 

exceedances 

Repaired  -  Replaced  or  Re- 

Action Required 

calibrated,  Operational 

Process  Modification 

February  01,  2009 

20 

% 

6min  avg 

4  days  of 

20.74 

40.96 

Operational  Process 

Assessment  Complete  -  No 

Opacity 

exceedances 

Modification 

Action  Required 

March  1,2009- 

20 

% 

6min  avg 

4  days  of 

22.34 

40.78 

Action  Plan  Submitted  - 

Assessment  Complete  -  No 

March  31,2009 

Opacity 

exceedances 

Implementing  Improvements, 

Action  Required,  Voluntary 

Additional  Monitoring 

Abatement  Program  Underway 

unuerwdy,  i^onuucLing  omuy, 

Operational  Process 

Modification 

April  06,  2009 

20 

% 

6min  avg 

1  day  of 

54.47 

54.47 

Action  Plan  Submitted  - 

Assessment  Complete  -  No 

Opacity 

exceedances 

Implementing  Improvements, 

Action  Required,  Voluntary 

Additional  Monitoring 

Abatement  Program  Underway 

Underway,  Conducting  Study, 

Operational  Process 

Modification 

May  20,2009- 

20 

% 

6min  avg 

3  days  of 

21.14 

40.22 

Action  Plan  Submitted  - 

Assessment  Complete  -  No 

May  27,  2009 

Opacity 

exceedances 

Implementing  Improvements, 

Action  Required,  Other 

Additional  Monitoring 

Abatement  Action  Taken 

Underway,  Conducting  Study, 

Operational  Process 

Modification 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


CarmeUSe  Lime  (Dundas)  Limited       600  Highway  5  W  Gate  1  Sector:  Industrial  Minerals 

Hamilton  Ministry  Office:  Hamilton 


Date 

Limit 

Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

Julv  25  2009 

July  _  *j  *  y 

% 

6min  avg 

1  day  of 

^4  78 

77  74. 

A  r*ti  on  PI  n  n  N  n  Vvmi  tt^H  - 
rtCLUJll  ria.ll  OUU1111LLCL1 

A  ccpccmpnt  i  nmnlptp  _  Mo 

r^SSCoalllCllL  v^LJlllL/lCLC  LW 

Opacity 

exceedances 

Tmnlpmpntino  Tmnrnvpnipnt? 

.1111L/1C111C11L1111;  1.111L/1  (J  V  C111C11LS  , 

Aption  PpnmrpH  Volnnfnrv 

zT.CLlL/11  1X.L-L JLIllLLlt    V  L/1U11L£LL  V 

A  HHi ri  on?i1  lVTom ton n  o 

f\ LlLllLlWllLlI  IV-lL/lllLL/lllli; 

Ahfltpinpnt"  Prncrram  T  TnHprw/jiv 

ZT.UCLLC111C11L  IT  1  L/ldl  tllll  UllLLClWclV 

I  TnHpnufiv  f^onHiipfinty  ^»fiiHv 

\J  11L1C1  W  £l  V  ,  V^-L/llLlUL.  1 1 1 1 U,  O  lull  y , 

Operational  Process 

Modification 

August  9,  2009  - 

20 

% 

6min  avg 

10  days  of 

90  37 

77  6 

Aption  Plan  ^lihmitfpH  - 

■/TVCLlVJll  L  1  till  OUU1111LLCLL 

A ccpdcmpnt"  Pnmnlptp  -  TSJo 

ZT.SSCSS111C11L  V-.L/111L/1C  LC  i>VJ 

August  29,  2009 

Opacity 

exceedances 

Tmnlpmpntin (T  TmnrnvpniPiit<; 

1.111L/1C111C11L1111;  1.111L/1  VJ  V  L111L111>., 

Apfion  RpniTirp/i  Volnnfurv 

zt.CLIL/11  1\LL  LI11LL1.    V  L/l  HI  1L  ell  V 

Fniiirnnpnt  IVToHifipH  - 

i_fLIU.lL/llldlL  1V.LL/L1111CL1 

Ahntpmpnt  ProcTram  T  TnHprvx/nv 

ZT.U£ILC111C11L  IT  1  L/lil  tllll  kJ  1 IL1L-I  Yv  tl  V 

Rf*r\nirpH  -  RpnlappH  nr  Rp- 

1VC  L/tlll  CLL      1\C  Ul  dL.  CLL  VI  i\.C 

calibrated,  Operational 

Process  Modification 

September  3,  2009  - 

20 

% 

6min  avg 

6  days  of 

20  84 

80  08 

Aption  Plan  ^11  rvrniftpH  - 

./TlCLlVJll  L  1  till  O  UL/1111LLCLL 

AcQPccmpnt  T  TnHprvx/nv 

r\5  SCO  S111C11L  \J  LLLLC1  W  (X y 

September  22,  2009 

Opacity 

exceedances 

Tmnlpmpntin O"  Tmnrnvpmpntc 

.lllllJIClllCllLlllld  -1111L/1  (J  V  C111C11LS  . 

Fniiirnnpnt  IVToHifipH  - 

l_fLIU.lL/lllL711L  1V.LL/L1111CL1 

PpnnirpH  -  RpnlappH  or  Rp. 

i\.C  L/£lll  CLL      iVCL/ltlCCLl  L/l  i\.C 

calibrated,  Operational 

Process  Modification 

October  15,  2009 

20 

% 

6min  avg 

1  day  of 

43.76 

43.76 

Action  Plan  Submitted  - 

Assessment  Complete  -  No 

Opacity 

exceedances 

Implementing  Improvements, 

Action  Required 

Equipment  Modified  - 

Repaired  -  Replaced  or  Re- 

calibrated, Operational 

Process  Modification 

Total  Legislation  Non-Compliance  =  35  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Carmeuse  Lime  (Dundas)  Limited     600  Highway  5  w  Gate  1 

Sector: 

Industrial  Minerals 

Hamilton 

Ministry  Office: 

Hamilton 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action 

Ministry  Action 

SUSPENDED  PARTICULATE  MATTER 


Legislation  Non-Compliance 


January  1,2009-  100 

ug/m3     30min  avg    1  exceedance 

1009 

1009 

Other 

Provincial  Officer's  Order 

December  31,  2009 

Issued 

Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Cascades  Canada  Inc.  - 

Trenton           300  Marmora  St  Trenton 

Sector: 

Pulp  and  Paper 

Quinte  West 

Ministry  Office: 

Peterborough 

Date                    Limit  Unit 

Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action 

Ministry  Action 

OPACITY 


Legislation  Non-Compliance 


January  20,  2009  - 
January  24,2009 

20 

% 

Opacity 

6min  avg 

4  days  of 
exceedances 

20.2 

24.3 

Other 

Voluntary  Abatement  Program 
Underway 

July  07,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

21.6 

21.6 

Other 

Assessment  Complete  -  No 
Action  Required 

July  3,2009  - 
July  14,2009 

20 

% 

Opacity 

6min  avg 

4  days  of 
exceedances 

20.4 

62.1 

Other 

Other  Abatement  Action  Taken 

August  31,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

28.5 

67.5 

Ceased  Operations 

Other  Abatement  Action  Taken 

September  3,  2009  - 
September  4,  2009 

20 

% 

Opacity 

6min  avg 

2  days  of 
exceedances 

20.4 

32.4 

Ceased  Operations 

Other  Abatement  Action  Taken 

September  01,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

58.5 

68.3 

Ceased  Operations, 
Conducting  Study 

Other  Abatement  Action 
Taken,  Voluntary  Abatement 
Program  Underway 

September  02,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

40.3 

58.2 

Conducting  Study 

Other  Abatement  Action 
Taken,  Voluntary  Abatement 
Program  Underway 

Total  Legislation  Non-Compliance  =  14  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Clean  Harbors  Canada,  Inc.  -  St.  4090  Telfer  Rd  Lots  8  &  9,  Concession  10       Sector:  Miscellaneous  Industrial 


Clair                                          M  Uair 

l\ZTiTiic4"f*v  llfflff»• 

Stirrus. 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

NAPTHALENE 

Policy/Guideline  Non- Conformance 

August  18,  2009  -       36        |Jg/m3     30min  avg   9  exceedances  50 
August  25,  2009 

110 

Operational  Process 
Modification 

Assessment  Underway 

Total  Policy/Guideline  Non-Conformance  =  9  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 


Page  24  of  86 


2009  Air  Emissions  Monthly  Summary  -  All  Regions 


CM  Greenfield  Power  Corp.  Lots  1-3  Front  Cone  N  side  Bickford  Line        Sector:  Miscellaneous  Industrial 

St.  Clair  Ministry  Office:  Sarnia 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 

CARBON  MONOXIDE 

CofA/Permit  Non-Compliance 


April  20,  2009 

60 

ppm 

rolling 

;avg 

1  exceedance 

999.5 

999.45 

Other 

Assessment  Underway,  Other 
Abatement  Action  Taken 

September  29,  2009  - 
September  30,  2009 

60 

ppm 

rolling 

;avg 

51  exceedances 

60.29 

213 

Other 

Assessment  Complete  -  No 
Action  Required 

December  29,  2009 

60 

ppm 

rolling 

;avg 

2  exceedances 

64.12 

65.54 

Other 

Assessment  Underway,  Other 
Abatement  Action  Taken 

Total  CofA/Permit  Non-Compliance  =  54  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


De  Beers  Canada  Inc.  90  km  W  of  Attawapiskat  Sector:  Industrial  Minerals 

Unsurveyed  Territory  (Timmins  District  Offic  Ministry  Office:  Timmins 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 

2,3,7,8  TETRACHLORO  DIBENZO-P-DIOXIN 

CofA/Permit  Non-Compliance  Policy/Guideline  Non- Conformance 


July  7,  2009  - 

80 

pg/L  any 

1  exceedance 

90 

90 

Additional  Monitoring 

Voluntary  Abatement  Program 

July  9,  2009 

Underway,  Conducting  Study 

Underway 

Total  CofA/Permit  Non-Compliance  Policy/Guideline  Non-Conformance  =  1  exceedance 


LEAD 

CofA/Permit  Non-Compliance  Policy/Guideline  Non- Conformance 


July  7,2009  - 

0.142    mg/m3  any 

1  exceedance 

0.29 

0.29 

Additional  Monitoring 

Voluntary  Abatement  Program 

July  9,2009 

Underway,  Conducting  Study 

Underway 

Total  CofA/Permit  Non-Compliance  Policy/Guideline  Non-Conformance  =  1  exceedance 


SUSPENDED  PARTICULATE  MATTER 

CofA/Permit  Non-Compliance  Policy/Guideline  Non-Conformance 


July  7,  2009  - 

17 

mg/m3  any 

1  exceedance 

29.6 

29.6 

Additional  Monitoring 

Voluntary  Abatement  Program 

July  9,  2009 

Underway,  Conducting  Study 

Underway 

Total  CofA/Permit  Non-Compliance  Policy/Guideline  Non-Conformance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Domtar  Trie.                                    l  station  Rd 

Espanola 

Sector: 

Ministry  Office: 

Pulp  and  Paper 
Sudbury 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

OPACITY 

Legislation  Non-Compliance 

January  1,2009-        20        %           6min  avg     327  days  of  41 
December  31,2009                Opacity  exceedances 

90.75 

Other 

Voluntary  Abatement  Program 
Underway 

Total  Legislation  Non-Compliance  =  327  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Domtar  Pulp  and  Paper  Products        l  Duke  St  Sector:  Pulp  and  Paper 

jnp  Dry  den  Ministry  Office:  Kenora 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 

OPACITY 


Legislation  Non-Compliance 


July  31,2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

31.3 

65.6 

Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

September  08,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

21 

230 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Incident  Resolved 

December  05,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

40 

60 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Incident  Resolved 

Total  Legislation  Non-Compliance  =  3  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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DynO  Nobel  Nitrogen  Inc.  1301  Brockchem  Road  Sector:  Inorganic  Chemicals 

Augusta  Ministry  Office:  Kingston 


Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

SUSPENDED  PARTICULATE  MATTER 

Legislation  Non-Compliance 

January  1,2009-        100       ug/m3     30min  avg    1  exceedance  118 
December  31,  2009 

118 

Action  Plan  Submitted  - 
Implementing  Improvements 

Provincial  Officer's  Order 
Issued 

Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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East  Windsor  Cogenerati 011  Inc.  3150  Wyandotte  StE  Sector:  Miscellaneous  Industrial 


Windsor 

Ministry  Office: 

Windsor 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

CARBON  MONOXIDE 

CofA/Permit  Non-Compliance 

December  25, 2009      60        ppm       /hr              66  exceedances  63.4 

81 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  -  No 
Action  Required,  Other 
Abatement  Action  Taken 

Total  CofA/Permit  Non-Compliance  =  66  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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EPCOR  Power  L.P.                                  Lot:  26,27,28,  Cone:  4,  Stoddart  Twp 

Stoddart 

Sector: 

Ministry  Office: 

Electric  Power  Generation 
Timmins 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action 

Ministry  Action 

OPACITY 

I    i\ 4  n  c  1 1\ i~t  a\ ii    ixl  d  \H     1  /k111l*kllOI1/tn 

L/cgisidiion  i>iun-^oinpiidnn; 

January  1,2009-        20        %           6min  avg     95  days  of            20  72 
November  30, 2009                Opacity  exceedances 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Voluntary  Abatement  Program 
Underway 

Total  Legislation  Non-Compliance  =  95  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Essar  Steel  Algoma  Inc.                  105  west  st 

Sault  Ste.  Marie 

Sector: 

Ministry  Office: 

Iron  and  Steel 
Sault  Ste.  Marie 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

BENZO(A)PYRENE 

Policy/Guideline  Non- Conformance 

January  19,2009  -       1.1        ng/m3     24hr  avg      10  exceedances  1.15 
December  21,  2009 

8.1 

Other 

Assessment  Complete  -  No 
Action  Required 

Total  Policy/Guideline  Non-Conformance  =  10  exceedances 


DUSTFALL 

Policy/Guideline  Non- Conformance 


June  30,  2009  -  7 

g/m2 

/mon 

4  exceedances 

7.6 

16.5 

Other 

Other  Abatement  Action 

September  30,  2009 

Taken  Before  the  Courts 

Total  Policy/Guideline  Non-Conformance  =  4  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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General  Electric  Canada  Inc.  8A/1,  107  Park  Street  North  Sector:  Miscellaneous  Industrial 

Peterborough  Ministry  Office:  Peterborough 


Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

NOISE 

CofA/Permit  Non-Compliance 

March  06, 2009          45        dBA       any            1  exceedance  48.5 

63.9 

Action  Plan  Submitted  - 
Implementing  Improvements 

Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Crerdau  Ameristeel  Cornoration         1801  Honkins  St  s 

Whitby 

Sector: 

Ministry  Office: 

Iron  and  Steel 
York-Durham 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

DIOXIN  AND  FURAN 

v  01  /\/  it  1  mi  1  iiun-^umpimncc 

November  11, 2009      150      Toxic     /annum       1  exceedance  251 

Equival 
ent/m3 

251 

Conducting  Study 

Assessment  Underway, 
Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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HeiCO  2004  Member  Inc.  -  IvaCO  1040  County  Road  17  L'Orignal  Sector:  Iron  and  Steel 


Rolling  Mills  Champlain 

lVTiTiic4"f*v  llfflff»•    i  r\rn\x/nll 
ivillllall  V               •    V  wi  ii  vv  ai  i 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action                    Ministry  Action 

MANGANESE 

Policy/Guideline  Non- Conformance 

September  01, 2009      7.5        ug/m3     30min  avg    1  exceedance  13 

13 

Action  Plan  Submitted  -           Voluntary  Abatement  Program 
Implementing  Improvements  Underway 

Total  Policy/Guideline  Non-Conformance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Holcim  (Canada)  Inc.  2391  LakeshoreRd  W  Sector:  Industrial  Minerals 


Mississauga 

Ministry  Office: 

Halton-Peel 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

OPACITY 

Legislation  Non-Compliance 

February  11,2009       20        %           6min  avg     1  day  of  40 

Opacity  exceedances 

79 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Incident  Resolved 

Total  Legislation  Non-Compliance  =  1  day  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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IGPC  Ethanol  Inc. 

89  Progress  Dr. 

Sector: 

Miscellaneous  Industrial 

Aylmer 

Ministry  Office: 

London 

Date                    Limit  Unit 

Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

ACROLEIN 


CofA/Permit  Non-compliance 


January  1  2009-         0  08       iicr/ml      ?4hr  aw       1  exoeedanoe          0  14 
November  30,  2009 

0.14 

Action  Plan  Siihmitfprl  - 

JlVllUll  A  IClll  |J  UL/llllll^U 

Implementing  Improvements, 

rVUUlLlOIlal  IVlOIllLOnng 

Underway,  Conducting  Study 

Volnntarv  Ahatpmpnt  Protrram 

V  U1U11UU  y   ^iL'tlL^lll^HL  A  1  \J  til  [UU 

Underway 

January  1, 2009  -        0.24      ug/m3     30min  avg    1  exceedance  0.41 
November  30,  2009 

0.41 

Action  Plan  Submitted  - 
Implementing  Improvements, 
Additional  Monitoring 
Underway,  Conducting  Study 

Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-compliance  =  2  exceedances 
Based  on  Air  Dispersion  Modeling 

ODOUR 

CofA/Permit  Non-compliance 

January  1,  2009  -        1          Odour     10  min  avg  1  exceedance  10 
December  31,  2009  Units 

10 

Action  Plan  Submitted  - 
Implementing  Improvements, 
Additional  Monitoring 
Underway,  Conducting  Study 

Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Imperial  Oil 

602  Christina  St 

Sector: 

Petroleum  Refineries 

Sarnia 

Ministry  Office: 

Sarnia 

Date  Limit 

Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

OPACITY 


Legislation  Non-Compliance 


February  16,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

86 

86 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Other  Abatement  Action  Taken 

May  05,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

21 

27 

Action  Plan  Submitted  - 
Implementing  Improvements 

Assessment  Complete  - 
Incident  Resolved 

July  4,  2009  - 
July  5,2009 

20 

% 

Opacity 

6min  avg 

2  days  of 
exceedances 

21 

41 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 

Assessment  Complete  - 
Incident  Resolved 

November  29,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

42.5 

42.5 

Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

December  30,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

42.5 

42.5 

Ceased  Operations, 
Operational  Process 
Modification 

Other  Abatement  Action  Taken 

Total  Legislation  Non-Compliance  =  6  days  of  exceedances 


SULPHUR  DIOXIDE 

Legislation  Non-Compliance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Imperial  Oil 

602  Christina  St 
Sarnia 

Sector: 

Ministry  Office: 

Petroleum  Refineries 
Sarnia 

Date 

Limit 

Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

February  01,  2009 

830 

ug/m3     30min  avg    1  exceedance  1200.8 

1200.8 

Operational  Process 
Modification 

Other  Abatement  Action  Taken 

April  17,  2009 

830 

ug/m3     30min  avg    1  exceedance  1043 

1043 

Conducting  Study, 
Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

Total  Legislation  Non-Compliance  =  2  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Imperial  Oil  Limited  -  NantiCOke         225  Concession  2  Rd  Walpole 

1— In        m  Qn/"i 
Od.lLllllld.llLl 

Sector: 

iviimsiiy  wince. 

Petroleum  Refineries 

1— I  q  m  1 1  tnn 
OdlllllLL/11 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action 

Ministry  Action 

OPACITY 

Legislation  Non-Compliance 

January  16, 2009         20        %           6min  avg     1  day  of              25  50 

Opacity  exceedances 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 

Assessment  Complete  -  No 
Action  Required 

Total  Legislation  Non-Compliance  =  1  day  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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INEOS  NOVA  Ltd.                                   872  Tashmoo  Ave 

Sarnia 

Sector: 

Ministry  Office: 

Organic  Chemical  Manufacturing 
Sarnia 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

R-134A 

Legislation  Non-Compliance 

October  04, 2009         0          kg          any             1  exceedance  133 

133 

Equipment  Modified  - 

Assessment  Underway 

Repaired  -  Replaced  or  Re- 
calibrated 

Total  Legislation  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 


Page  41  of  86 


2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Knoll  North  America  Corp.              1000  Arrow  Rd 

Toronto 

Sector: 

Ministry  Office: 

Miscellaneous  Industrial 
Toronto 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

NOISE 


CofA/Permit  Non-Compliance 


January  1,2009- 
December  31,  2009 

45 

dBA 

Leq 

1  exceedance 

51.3 

51.3 

Other 

Voluntary  Abatement  Program 
Underway 

January  1,2009- 
December  31,  2009 

47 

dBA 

Leq 

1  exceedance 

51.3 

51.3 

Other 

Voluntary  Abatement  Program 
Underway 

January  1,2009- 
December  31,  2009 

50 

dBA 

Leq 

2  exceedances 

51.4 

62.6 

Other 

Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-Compliance  =  4  exceedances 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Lafarge  Canada  Inc.  -  Loyalist 

6501  Highway  33 
Loyalist 

Sector: 

Ministry  Office: 

Industrial  Minerals 
Kingston 

Date 

Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

OPACITY 

Legislation  Non-Compliance 

January  13,  2009 

20        %          6min  avg 
Opacity 

1  day  of  20 
exceedances 

20 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  -  No 
Action  Required 

October  09,  2009 

20        %          6min  avg 
Opacity 

1  day  of  48 
exceedances 

48 

Other 

Assessment  Complete  - 
Incident  Resolved 

Total  Legislation  Non-Compliance  =  2  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


LudlOW  Technical  Products  215  Herbert  St  Sector:  Miscellaneous  Industrial 

Canada  Ltd  Gananoque  Ministry  Office:  Kingston 


Date                    Limit    Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

NOISE 

CofA/Permit  Non-Compliance 

December  31, 2009      45        dBA       any             3  exceedances 

46 

53.1 

Action  Plan  Submitted  - 

Other  Abatement  Action  Taken 

Implementing  Improvements 

December  31, 2009      50        dBA       any             2  exceedances 

53 

53.4 

Action  Plan  Submitted  - 

Other  Abatement  Action  Taken 

Implementing  Improvements 

Total  CofA/Permit  Non-Compliance  =  5  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Maple  Leaf  Foods  Inc.  -  Rothsay  Wellington  County  Road  7  Sector:  Miscellaneous  Industrial 

lVfnnrpfiplH  Mapleton  Ministry  Office:  Guelph 


Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

ODOUR 

CofA/Permit  Non-Compliance 

August  26,  2009         5          Odour     10  min  avg  1  exceedance  12.8 

Units 

12.8 

Action  Plan  Submitted  - 
Implementing  Improvements, 
Additional  Monitoring 
Underway,  Equipment 
Modified  -  Repaired  - 
Replaced  or  Re-calibrated 

Assessment  Complete  -  No 
Action  Required 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Montebello  Packaging,  A  Division  1036  Aberdeen  st 
of  Great  Pacific  Enterprises  Inc.  Hawkesbury 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 

ETHYLENE  GLYCOL  M0NOBUTYL  ETHER 

Policy/Guideline  Non- Conformance 

January  1, 2009  -        350       ug/m3     30min  avg    1  exceedance         695.3        695.3  Other 
December  31,  2009 

Total  Policy/Guideline  Non-Conformance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

FORMALDEHYDE 

Legislation  Non-Compliance 

January  1, 2009  -        65        ug/m3     30min  avg    1  exceedance        155.8        155.8  Other 
December  31,  2009 

Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

METHYL  ISOBUTYL  KETONE 
Legislation  Non-Compliance 

January  1, 2009  -        1200     ug/m3     30min  avg    1  exceedance         1632.7       1632.7  Other 
December  31,  2009 

Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

NAPTHALENE 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 


Sector:  Miscellaneous  Industrial 

Ministry  Office:  Cornwall 


Voluntary  Abatement  Program 
Underway 


Voluntary  Abatement  Program 
Underway 


Voluntary  Abatement  Program 
Underway 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Montebello  Packaging,  A  Division  1036  Aberdeen  st 
of  Great  Pacific  Enterprises  Inc.  Hawkesbury 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 

Policy/Guideline  Non- Conformance 

January  1, 2009  -        36        ug/m3     30min  avg    1  exceedance         558.2        558.2  Other 
December  31,  2009 

Total  Policy/Guideline  Non-Conformance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

PHENOL 

Legislation  Non-Compliance 

January  1, 2009  -        100       ug/m3     30min  avg    1  exceedance         167.7        167.7  Other 
December  31,  2009 

Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

TOLUENE 

Legislation  Non-Compliance 

January  1,2009  -        2000     ug/m3     30min  avg    1  exceedance         2064.1       2064.1  Other 
December  31,  2009 

Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

TRIMETHYLBENZENE,  1,2,4 

Policy/Guideline  Non- Conformance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 


Sector:  Miscellaneous  Industrial 

Ministry  Office:  Cornwall 


Voluntary  Abatement  Program 
Underway 


Voluntary  Abatement  Program 
Underway 


Voluntary  Abatement  Program 
Underway 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 

Montebello  Packaging,  A  Division      1036  Aberdeen  st 
of  Great  Pacific  Enterprises  Inc.  Hawkesbury 

Sector: 

Ministry  Office: 

Miscellaneous  Industrial 
Cornwall 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max.       Facility  Action 

Ministry  Action 

January  1, 2009  -        660       ug/m3     30min  avg    1  exceedance  1019.7 
December  31,  2009 

1019.7  Other 

Voluntary  Abatement  Program 
Underway 

Total  Policy/Guideline  Non-Conformance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Newalta  Corporation  -  Stoney 
Creek  Landfill 


Stoney  Creek 
Hamilton 


Sector:  Miscellaneous  Industrial 

Ministry  Office:  Hamilton 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


SUSPENDED  PARTICULATE  MATTER 

Legislation  Non-Compliance 

April  24, 2009  100      ug/m3     30min  avg    1  exceedance 


131  131  Action  Plan  S  ubmitted  - 

Implementing  Improvements, 
Operational  Process 
Modification 


Assessment  Underway 


April  25, 2009  100      ug/m3     30min  avg    1  exceedance         107  107  Operational  Process  Assessment  Underway 

Modification, 

Training/Procedure  Change 


May  21,  2009 


100      ug/m3     30min  avg   3  exceedances  165 


352  Action  Plan  Submitted  - 

Implementing  Improvements, 
Operational  Process 
Modification, 

Training/Procedure  Change 


Assessment  Complete 
Incident  Resolved 


May  19,  2009 


100      ug/m3     30min  avg    1  exceedance 


103  103  Operational  Process 

Modification 


Assessment  Underway 


Total  Legislation  Non-Compliance  =  6  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Ontario  Power  Generation  - 
Western  Waste  Management 
Facility 


177  Tie  Rd 
Kincardine 


Sector:  Miscellaneous  Industrial 

Ministry  Office:  Owen  Sound 


Date                   Limit    Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

CARBON  MONOXIDE 

CofA/Permit  Non-Compliance 

May  28, 2009            50        ppm       30min  avg    1  exceedance 

51 

51 

Action  Plan  Submitted  - 
Implementing  Improvements 

Provincial  Officer's  Order 
Issued 

August  23, 2009         50        ppm       30min  avg    1  exceedance 

50.6 

50.6 

Action  Plan  Submitted  - 
Implementing  Improvements 

Provincial  Officer's  Order 
Issued 

Total  CofA/Permit  Non-Compliance  =  2  exceedances 

HYDROCHLORIC  ACID  (MURIATIC  ACID) 

CofA/Permit  Non-Compliance 

January  4, 2009  -        75        mg/m3    any             2  exceedances 
January  8,2009 

109 

167.53 

Conducting  Study 

Assessment  Underway, 
Provincial  Officer's  Order 
Issued 

February  19, 2009       75        mg/m3    any             1  exceedance 

200 

200 

Action  Plan  Submitted  - 
Implementing  Improvements 

Provincial  Officer's  Order 
Issued 

February  04, 2009       75        mg/m3    any             1  exceedance 

91 

91 

Action  Plan  Submitted  - 
Implementing  Improvements, 
Additional  Monitoring 
Underway 

Assessment  Underway, 
Provincial  Officer's  Order 
Issued 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Ontario  Power  Generation  - 
Western  Waste  Management 
Facility 


177  Tie  Rd 
Kincardine 


Sector:  Miscellaneous  Industrial 

Ministry  Office:  Owen  Sound 


Date 

Limit 

Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

May  11,2009 

75 

mg/m3 

any 

1  exceedance 

177.5 

177.5 

Action  Plan  Submitted  - 
Implementing  Improvements 

Provincial  Officer's  Order 
Issued 

June  08,  2009 

75 

mg/m3 

any 

1  exceedance 

139 

139 

Action  Plan  Submitted  - 
Implementing  Improvements 

Provincial  Officer's  Order 
Issued 

Total  CofA/Permit  Non-Compliance  =  6  exceedances 

OPACITY 

CofA/Permit  Non-Compliance 

February  22,  2009 

5 

% 

Opacity 

any 

1  day  of 
exceedances 

7.87 

7.87 

Action  Plan  Submitted  - 
Implementing  Improvements 

Provincial  Officer's  Order 
Issued 

February  22,  2009 

5 

% 

Opacity 

any 

1  day  of 
exceedances 

8.77 

8.77 

Conducting  Study 

Provincial  Officer's  Order 
Issued 

March  12,  2009 

5 

% 

Opacity 

any 

2  days  of 
exceedances 

5 

5 

Action  Plan  Submitted  - 
Implementing  Improvements 

Provincial  Officer's  Order 
Issued 

March  14,  2009 

5 

% 

Opacity 

any 

2  days  of 
exceedances 

5 

5.1 

Conducting  Study 

Provincial  Officer's  Order 
Issued 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Ontario  Power  Generation  - 
Western  Waste  Management 
Facility 


177  Tie  Rd 
Kincardine 


Sector:  Miscellaneous  Industrial 

Ministry  Office:  Owen  Sound 


Date 

Limit 

Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

April  5,2009  - 

5 

%  any 

4  days  of 

5 

26.92 

Action  Plan  Submitted  - 

Provincial  Officer's  Order 

April  18,2009 

Opacity 

exceedances 

Implementing  Improvements 

Issued 

May  12,2009- 

5 

%  any 

2  days  of 

5.79 

16.9 

Action  Plan  Submitted  - 

Provincial  Officer's  Order 

May  13,2009 

Opacity 

exceedances 

Implementing  Improvements 

Issued 

Total  CofA/Permit  Non-Compliance  =  12  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Ontario  Power  Generation  Inc. 
Lambton 


1886  St.  Clair  Pky  Courtright 
St.  Clair 


Sector:  Electric  Power  Generation 

Ministry  Office:  Sarnia 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


OPACITY 

Legislation  Non-Compliance 


January  26,  2009  - 
January  27,  2009 

20 

% 

Opacity 

6min  avg 

2  days  of 
exceedances 

21 

46.9 

Ceased  Operations, 
Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

February  12,  2009  - 
February  28,2009 

20 

% 

Opacity 

6min  avg 

5  days  of 
exceedances 

23 

46.5 

Ceased  Operations, 
Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

April  06,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

40.4 

40.4 

Ceased  Operations, 
Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Action  Required 

No 

June  24,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

71.3 

100 

Other 

Other  Abatement  Action  Taken 

July  28,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

21.5 

23.4 

Operational  Process 
Modification 

Assessment  Complete  - 
Action  Required 

No 

August  31,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

20.8 

25 

Other 

Assessment  Complete  - 
Action  Required 

No 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Ontario  Power  Generation  Inc.  -  1886  St.  Clair  Pky  Courtright  Sector:  Electric  Power  Generation 


1  ntnnTAn 

Li  am  Dion 

St.  Clair 

Ministry  Office: 

Sarnia 

Date 

Limit 

Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

September  1,  2009  - 
September  14,2009 

20 

%          6min  avg 
Opacity 

4  days  of 
exceedances 

20.4 

61.6 

Fnninment  \Todified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  ("'omnlete  -  No 
Action  Required 

October  29,  2009 

20 

%          6min  avg 
Opacity 

1  day  of 
exceedances 

22.2 

22.4 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Incident  Resolved 

December  6,  2009  - 
December  30,  2009 

20 

%          6min  avg 
Opacity 

1 1  days  of 
exceedances 

22.6 

49.1 

Conducting  Study 

Assessment  Underway 

Total  Legislation  Non-Compliance  =  27  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 

Ontario  Power  Generation  Inc.  -       Lots  7, 8, 9,  Concession  l 

Mantirrklro  Haldimand 

iNanncoKe 

Sector: 

Ministry  Office: 

Electric  Power  Generation 
Hamilton 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action 

Ministry  Action 

OPACITY 

Legislation  Non-Compliance 

January  1,2009-        20        %           6min  avg     127  days  of          20.6  86.5 
December  31, 2009               Opacity  exceedances 

Operational  Process 
Modification 

Assessment  Complete  -  No 
Action  Required 

Total  Legislation  Non-Compliance  =  127  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Oxy  Vinyls  Canada  CO.  8800  Thorold  Townline  Road  Sector:  Inorganic  Chemicals 

Thorold  Ministry  Office:  Niagara 


Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

VINYL  CHLORIDE 

Legislation  Non-Compliance 

January  7, 2009  -        1          ug/m3     24hr  avg      2  exceedances  1.1 
January  19,2009 

11 

Action  Plan  Submitted  - 
Implementing  Improvements 

Director's  Order  Issued 

Total  Legislation  Non-Compliance  =  2  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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PepsiCO  Canada  ULC  34  Hunter  Street  West  Sector:  Miscellaneous  Industrial 

Peterborough  Ministry  Office:  Peterborough 


Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

NOISE 

CofA/Permit  Non-Compliance 

January  01, 2009         45        dBA       any             1  exceedance  56.8 

56.8 

Action  Plan  Submitted  - 
Implementing  Improvements 

Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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PlaSCO  Trail  Road  Inc.  Rideau  Front  Sector:  Electric  Power  Generation 

Ottawa  Ministry  Office:  Ottawa 


Datp                       T  ,imi t     TTnit   Frpniipncv  l\o  of  KxrppHflnrps   lYf in           IV 1  n x 

Parilitv  Action 

lVtinistrv  Artion 

NITROGEN  OXIDES 

CofA/Permit  Non-Compliance  Legislation  Non-Compliance 

June  12  2009               1  1 0       nnm         24-hr  aw       1  pxcppHanrp          110  8         110  8 

Aption  Plan  ^tihmitfpH  - 

L1VJ11  IT  lull  O  UL/1111  LLCU 

A  QQPQQTYlPnt  (~* ( 1  m tl  1 P t~P  - 

TtnTllPTTlPTltlTI  O"  TlTlTITYIVPTnPTltQ 
l_lllUlClllCllLllltd  A111L/1 V. /  V  C111C11L  J, 

All^lUCllL  IvCaVJlVCU 

Equipment  Modified  - 

Repaired  -  Replaced  or  Re- 

calibrated, Operational 

Process  Modification 

ocpLciiiuci      z,uu"      iiw      ppiii        Z'H-nr  avg      i  exceeuance         ijy.oD  jov.oj 

Ceased  Operations, 

Assessment  Complete  -  No 

Equipment  Modified  - 

Action  Required 

Repaired  -  Replaced  or  Re- 

calibrated 

r|  / v  1 « 1 1    tf^rtf  A  /Ppf*iriSt  M am. f"^ /im n  1  i  *.i  n   t»  T  imfi       tiitu  M  An. f^/iin nl  i  *.i  n  f  p  —  9 
luiai  \^ui.r\/ir ci mil  i^iuii"\^uiii|Jii«iicc  i-jC^isitiiiuii  1^1  uii~\^uui|Jii«iicc  — 

CofA/Permit  Non-Compliance,  Legislation  Non-Compliance 

June  23,2009-          110      ppm       24h  avg       21  exceedances      110.8  174.49 

Ceased  Operations, 

Assessment  Complete  - 

July  30,2009 

Equipment  Modified  - 

Incident  Resolved 

Repaired  -  Replaced  or  Re- 

calibrated 

Total  CofA/Permit  Non-Compliance,  Legislation  Non-Compliance  =  21  exceedances 


ORGANIC  MATERIAL 

CofA/Permit  Non-Compliance  Legislation  Non-Compliance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Plasco  Trail  Road  Inc. 

Rideau  Front 
Ottawa 

Sector:               Electric  Power  Generation 
Ministry  Office:  Ottawa 

Date 

Limit  Unit 

Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

January  7,2009  - 
January  11,2009 

100  ppm 

1  0  m i n  quo 

1U  111111  (XV  li 

Z_  C  Av  L  v  U  ell  1  v  L  > 

172.3 

386.3 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, New  Equipment  or 
Treatment  Process  Installed, 
Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

March  18,  2009 

100  ppm 

10  min  avg 

2  exceedances 

141.53 

472 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Incident  Resolved 

April  23,  2009 

100  ppm 

10  min  avg 

2  exceedances 

137.42 

316.19 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Incident  Resolved 

April  03,  2009 

100  ppm 

10  min  avg 

1  exceedance 

196.4 

196.4 

New  Equipment  or  Treatment 
Process  Installed 

Assessment  Complete  - 
Incident  Resolved 

May  14,  2009 

100  ppm 

10  min  avg 

1  exceedance 

149.92 

149.92 

Ceased  Operations, 
Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

May  07,  2009 

100  ppm 

10  min  avg 

1  exceedance 

206.3 

206.25 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 

Assessment  Complete  - 
Incident  Resolved 

calibrated,  Operational 
Process  Modification 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Plasco  Trail  Road  Inc. 

Rideau  Front 
Ottawa 

Sector:               Electric  Power  Generation 
Ministry  Office:  Ottawa 

Date 

Limit  Unit 

Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

May  27,  2009 

100  ppm 

10  min  avg 

1  exceedance 

103 

103 

Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

May  08,  2009 

100  ppm 

10  min  avg 

1  exceedance 

196 

195.98 

Other 

Assessment  Complete  -  No 
Action  Required 

June  12,  2009 

100  ppm 

10  min  avg 

1  exceedance 

109.1 

109.05 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 

Assessment  Complete  - 
Incident  Resolved 

July  22,  2009 

100  ppm 

10  min  avg 

2  exceedances 

145 

634 

New  Equipment  or  Treatment 
Process  Installed,  Operational 
Process  Modification 

Assessment  Complete  - 
Incident  Resolved 

August  04,  2009 

100  ppm 

10  min  avg 

2  exceedances 

118.12 

286.6 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 

Assessment  Complete  - 
Incident  Resolved 

Total  CofA/Permit  Non-Compliance  Legislation  Non-Compliance  =  16  exceedances 


SULPHUR  DIOXIDE 

CofA/Permit  Non-Compliance  Legislation  Non-Compliance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


PlaSCO  Trail  Road  Inc.  Rideau  Front  Sector:  Electric  Power  Generation 

Ottawa  Ministry  Office:  Ottawa 


uaie 

Limit 

Unit 

rrequency  ino.  oi  rLxcecuaiices 

iviin. 

iviax. 

r  dimiy  lion 

iviinisiry  /\ciion 

August  12  2009 

1 4 

ppm 

1 A  Al 

Hninnmptit  A/TririiTif^H  - 

J_/U  U1IJ111C11L  «V1  WL11  1  1UL1 

IIILILICIIL  I\L>UI  V  U LI 

1VC L/tlll CU      IvCUlaLCU  VI  IVC 

r'ali  nvntf^H   ^Jf*\x/  Hniiintn^Tit  r\v 

CtlllUl  tlLCLl,                 J_AJ  L11JJ111C11L  \J1 

Treatment  Process  Installed, 

Operational  Process 

Modification 

September  14,  2009 

14 

ppm 

^ZLhr  aver        1  PYrppHrinrp 

1  S  8? 

1  ^  82 

Ppa^pH  f^nprati one 

Hnmnmptit  A/TririiTif^ri  - 

J_/U  U1IJ111C11L  »V1  wLll  1  1UL1 

Tnpiri^nf  Rf*  col  vf^H 

111L-1LIC11L  IVCftUlVCLl 

Repaired  -  Replaced  or  Re- 

calibrated, New  Equipment  or 

Treatment  Process  Installed 

October  01,  2009 

14 

ppm 

24hr  avg      1  exceedance 

14 

14 

Ceased  Operations, 

Assessment  Complete  - 

Equipment  Modified  - 

Incident  Resolved 

Repaired  -  Replaced  or  Re- 

calibrated, New  Equipment  or 

Treatment  Process  Installed 

Total  CofA/Permit  Non-Compliance  Legislation  Non-Compliance  =  3  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Roval  Grouo  Inc.                           900  vidai  st  s 

Sarnia 

Sector: 

Ministry  Office: 

Miscellaneous  Industrial 
Sarnia 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

VINYL  CHLORIDE 

Legislation  Non-Compliance 

March  14, 2009           1          Ug/m3     /d               1  exceedance  1.6 

1.6 

Action  Plan  Submitted  - 

Director's  Order  Issued 

Implementing  Improvements 

Total  Legislation  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


St.  Clair  Power,  L.P.  West  1/2  of  Lot  22,  East  1/4  of  Lot  23  Sector:  Miscellaneous  Industrial 

St.  Clair  Ministry  Office:  Sarnia 


Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

CARBON  MONOXIDE 

CofA/Permit  Non-Compliance 

February  12, 2009  -     60        ppm        24hr  avg      23  exceedances  60.43 
March  31,2009 

589.1 

Other 

Voluntary  Abatement  Program 
Underway 

Total  CofA/Permit  Non-Compliance  =  23  exceedances 


NITROGEN  OXIDES 

CofA/Permit  Non-Compliance 


February  12,2009-     41.2  ppm 

24hr  avg 

6  exceedances 

41.68 

64.66 

Other 

Voluntary  Abatement  Program 

March  31,2009 

Underway 

Total  CofA/Permit  Non-Compliance  =  6  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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St.  Marys  Cement  Inc.  (Canada)  -     400  Waveriy  Rd 

(  M  'l  vi  11  itti\n  Clarington 

^lanngion  ° 

Sector: 

Ministry  Office: 

Industrial  Minerals 
York-Durham 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

OPACITY 

Legislation  Non-Compliance 

March  10, 2009          20        %           6min  avg     1  day  of  22 

Opacity  exceedances 

22 

Other 

Assessment  Complete  -  No 
Action  Required 

Total  Legislation  Non-Compliance  =  1  day  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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St.  Marys  Cement  Inc.  (Canada)  -     585  Water  st  s 

Cf  Monrc                                                     St-  Marys 

Sector: 

Ministry  Office: 

Industrial  Minerals 
London 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

OPACITY 

Legislation  Non-Compliance 

January  4, 2009  -        20        %           6min  avg     56  days  of  20.1 
October  3, 2009                  Opacity  exceedances 

88.52 

Operational  Process 
Modification 

Assessment  Complete  -  No 
Action  Required 

Total  Legislation  Non-Compliance  =  56  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Suncor  Enerffv  Products  Inc.             1900  River  Rd 

Sarnia 

Sector: 

Ministry  Office: 

Petroleum  Refineries 
Sarnia 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

FLUORIDE  GAS 

Legislation  Non-Compliance 

November  20, 2009      17.2      ug/m3     30min  avg    1  exceedance  18.2 

18.2 

Action  Plan  Submitted  - 

Environmental  Penalty  Order 

Implementing  Improvements  Issued 

Total  Legislation  Non-Compliance  =  1  exceedance 

SULPHUR  DIOXIDE 

Legislation  Non-Compliance 


April  9,  2009  - 

830      ug/m3     30min  avg    1  exceedance 

1183 

1183 

Operational  Process 

Provincial  Officer's  Order 

April  10,2009 

Modification 

Issued 

Total  Legislation  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Tembec  Enterprises  Inc.                  1  Government  Rd 

Sector: 

Pulp  and  Paper 

Kapuskasing 

Ministry  Office: 

Timmins 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

OPACITY 


Legislation  Non-Compliance 


February  13,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

23.4 

23.4 

Operational  Process 
Modification 

Assessment  Complete  - 
Action  Required 

No 

October  23,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

30 

30 

Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

October  3,  2009  - 
October  24,  2009 

20 

% 

Opacity 

6min  avg 

3  days  of 
exceedances 

28 

31 

Operational  Process 
Modification 

Assessment  Complete  - 
Action  Required 

No 

November  2,  2009  - 
November  3,  2009 

20 

% 

Opacity 

6min  avg 

2  days  of 
exceedances 

25 

25 

Operational  Process 
Modification 

Assessment  Complete  - 
Action  Required 

No 

Total  Legislation  Non-Compliance  =  7  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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The  Minute  Maid  Company  78 1  Lansdowne  Street  West  Sector:  Miscellaneous  Industrial 

Canada  InC  Peterborough  Ministry  Office:  Peterborough 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 

NOISE 

CofA/Permit  Non-Compliance 

January  1,2009-       45        dBA       any  1  exceedance        54.1  54.7         Action  Plan  Submitted  -  Assessment  Complete - 

December  3 1 ,  2009  Implementing  Improvements     Incident  Resolved 


Total  CofA/Permit  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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The  Ray  wal  Limited  Partnership      68  Green  Lane,  Thomhui 

IV  A  ni*li'"  ri  q  tn 
IVlalJvllalll 

Sector: 

iviiiiisiry  \_1111ce. 

Miscellaneous 

Y^f-wL""    III  1  rri  q  m 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action 

Ministry  Action 

V  V 1  / 1  /  v  I\ 

CofA/Permit  Non-Compliance 

January  1, 2009  -        1          odour      10  min  avg  1  exceedance         9.4  9.4 
December  31,  2009  unit 

Conducting  Study 

Provincial  Officer's  Order 
Issued 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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TransAlta  Cogeneration  Ltd.  - 
Mississauga 


2470  Derry  Rd  E 
Mississauga 


Sector:  Electric  Power  Generation 

Ministry  Office:  Halton-Peel 


Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

NITROGEN  OXIDES 

CofA/Permit  Non-Compliance 

November  23, 2009      38.6      ppm        24hr  avg      1  exceedance  79.97 

79.97 

Action  Plan  Submitted  - 
Implementing  Improvements 

Assessment  Complete  -  No 
Action  Required 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 


Page  70  of  86 


2009  Air  Emissions  Monthly  Summary  -  All  Regions 


TransAlta  Cogeneration  Ltd.  -  405  Smyth  Rd  Sector:  Electric  Power  Generation 


Ottawa  uttawa 

iviiiiiisii  y  v/iii^c  • 

V-ZLLd.  W  a 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

NITROGEN  OXIDES 

CofA/Permit  Non-Compliance 

November  02, 2009      42        ppm       rolling  avg   1  exceedance  43 

43 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Incident  Resolved 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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TransAlta  Corporation  Ltd.  -           1741  River  Rd 

vj. Sarnia 

aarnia 

Sector: 

Ministry  Office: 

Electric  Power  Generation 
Sarnia 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

NITROGEN  OXIDES 

CofA/Permit  Non-Compliance 

February  04, 2009        36.2      ppm        24hr  avg      1  exceedance  38.8 

38.8 

Operational  process 
modification 

Assessment  Underway 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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U.S.  Steel  Canada  Inc.  -  Hamilton     386  wiicox  st 

Works  Hamilton 


Sector:  Iron  and  Steel 

Ministry  Office:  Hamilton 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


OPACITY 


Legislation  Non-Compliance 


January  1,2009- 

20 

% 

6min  avg 

28  days  of 

20.1 

100 

Other 

Provincial  Officer's  Order 

January  31,2009 

Opacity 

exceedances 

Issued,  Voluntary  Abatement 

Program  Underway 

February  1,  2009  - 

20 

% 

6min  avg 

17  days  of 

20.1 

100 

Additional  Monitoring 

Assessment  Underway,  Other 

February  28,  2009 

Opacity 

exceedances 

Underway 

Abatement  Action  Taken, 

Voluntary  Abatement  Program 

u  iiuci  w  ay 

March  1,2009- 

20 

% 

6min  avg 

26  days  of 

20.1 

100 

Other 

Assessment  Underway, 

March  31,2009 

Opacity 

exceedances 

Director's  Order  Issued, 

Voluntary  Abatement  Program 

Underway 

September  1,2009- 

20 

% 

6min  avg 

20  days  of 

20.1 

100 

Action  Plan  Submitted  - 

Provincial  Officer's  Order 

September  30,  2009 

Opacity 

exceedances 

Implementing  Improvements, 

Issued,  Voluntary  Abatement 

Additional  Monitoring 

Program  Underway 

Underway,  New  Equipment  or 

Treatment  Process  Installed, 

Operational  Process 

Modification 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 


Page  73  of  86 


2009  Air  Emissions  Monthly  Summary  -  All  Regions 


Sector:  Iron  and  Steel 

Ministry  Office:  Hamilton 


U.S.  Steel  Canada  Inc.  -  Hamilton     386  wiicox  st 

W0rks  Hamilton 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


October  1,2009- 
October  31,  2009 


20        %  6min  avg     29  days  of 

Opacity  exceedances 


20.1  100  Additional  Monitoring 

Underway,  Equipment 
Modified  -  Repaired  - 
Replaced  or  Re-calibrated, 
New  Equipment  or  Treatment 
Process  Installed,  Operational 
Process  Modification 


Other  Abatement  Action 
Taken,  Voluntary  Abatement 
Program  Underway 


November  1,2009-  20 
November  30,  2009 


%  6min  avg     16  days  of 

Opacity  exceedances 


20.1  100  Action  Plan  Submitted - 

Implementing  Improvements, 
Additional  Monitoring 
Underway,  Conducting  Study, 
Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, New  Equipment  or 
Treatment  Process  Installed, 
Operational  Process 
Modification,  Training/Proced 


Director's  Order  Issued,  Other 
Abatement  Action  Taken, 
Provincial  Officer's  Order 
Issued,  Voluntary  Abatement 
Program  Underway 


December  1,2009-     20        %  6min  avg     19  days  of  21 

December  31,2009  Opacity  exceedances 


100  Action  Plan  Submitted  -  Other  Abatement  Action  Taken 

Implementing  Improvements, 
Additional  Monitoring 
Underway,  Equipment 
Modified  -  Repaired  - 
Replaced  or  Re-calibrated, 
New/Modified  Sampling 
Program  Underway, 
Operational  Process 
Modification 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 


Page  74  of  86 


2009  Air  Emissions  Monthly  Summary  -  All  Regions 


U.S.  Steel  Canada  Inc.  - 

Hamilton      386  wiicox  st 

Sector: 

Iron  and  Steel 

Works 

Hamilton 

Ministry  Office: 

Hamilton 

Date                    Limit  Unit 

Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

Total  Legislation  Non-Compliance  =  155  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


U.S.  Steel  Canada  Inc.  -  Lake  Erie       2330  Regional  Road  3  Sector:  Iron  and  Steel 

Works  Haldimand  Ministry  Office:  Hamilton 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


BENZO(A)PYRENE 

Policy/Guideline  Non- Conformance 

March  29, 2009  0.001    ug/m3     24hr  avg      1  exceedance  0.0021 


0.0021      Action  Plan  Submitted  -  Assessment  Complete  -  No 

Implementing  Improvements,    Action  Required,  Other 
Conducting  Study  Abatement  Action  Taken 


May  19, 2009  0.001    ug/m3     24hr  avg      1  exceedance        0.0056      0.0056      Action  Plan  Submitted  -  Assessment  Underway 

Implementing  Improvements, 
Additional  Monitoring 
Underway,  Conducting  Study 


Total  Policy/Guideline  Non-Conformance  =  2  exceedances 


OPACITY 


Legislation  Non-Compliance 

January  06, 2009         20        %  6min  avg     1  day  of  50  50  Equipment  Modified  - 

Opacity  exceedances  Repaired  -  Replaced  or  Re- 

calibrated 


Voluntary  Abatement  Program 
Underway 


February  5, 2009  -      20        %  6min  avg     18  days  of  21  100  Action  Plan  Submitted  -  Voluntary  Abatement  Program 

February  28, 2009  Opacity  exceedances  Implementing  Improvements,  Underway 

Additional  Monitoring 

Underway,  Operational 

Process  Modification 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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U.S.  Steel  Canada  Inc.  -  Lake  Erie 
Works 


2330  Regional  Road  3 
Haldimand 


Sector: 

Ministry  Office: 


Iron  and  Steel 
Hamilton 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


March  5,  2009  - 

20 

fStnin  avo 

VJ111111  avg 

90  Hnvc  of 
Z.V./  via  y  a  vji 

21  100 

Aption  Plan  ^11  rvrnittpH  - 

ZT.V-L1VJ11  IT  lull  O  UU1111LLCV-L 

Volnnfjirv  Ahntpmpnt  Procrrnm 

V  VJlU.llLu.iy  ZT.UU.LC111C11L  ITlVJlildlll 

March  29  2009 

linn  r*i  t\/ 
v_Jjj£Lv-iLy 

C  AL.  C  CU  al  11-  c  ?> 

J  iii  n  i"1  m  i"1  n  1 1  n  < t  Tmnrrw^f^Tn^titc 

llllJJlClllCllLlllti  1111JJ1  VJ  V  C111C11L?) , 

\J  11V1C1  W  dV 

AHHitional  lVTonitorincr 

l  \ V_1V_11L1V/IILII  IVAWlllLWllllIi 

Underway,  Conducting  Study, 

Operational  Process 

Modification 

Anril  1  2009  - 

ZAJ 

/C 

Ullllll  "Vg 

1  r\    /Hd\rc  /" \T 
1U    UayS  Vjl 

20  1  100 

A\J.  1                1  WW 

A  c\\ r\x\  Plon  Vti  nmittfln 
/A.OL1VJ11  rld.ll  o  UUllllLLCU. 

rtaaCaalllCllL  Vj  llUtl  W ay  ,  V.JL11C1 

April  29,  2009 

{~^r\nr*i  rv 

V.yiJtlV-1  l  y 

CAV-CCLLtLllV-CO 

TmnlpTnpntin ct  Tmnrnupmpntc 

1.111L/1C111C11L1111;  UllL/l  VJ  V  C111C11LS  , 

Ahntpinpnt  Aption  Tnlrpn 

/JT.UdLClllCllL  /  vVv/ liVJU    1  o&Clli 

A  HHi  fi  c\v\  q  1  \/Tr\tn  rr\i*i  n  cr 

r\  11 11 1 L 1 V  / 1 1 1 1 1  IVlVJlllLVJllllg 

\/r\1iint"!3r\?  A  nutpmp-nt  PfYAcrrum 

V  VJlLLllLd.1V  /jAUdLCllldlL  JTlVJlildlll 

Underway,  Equipment 

Underway 

Modified  -  Repaired  - 

Replaced  or  Re-calibrated, 

Operational  Process 

Modification 

May  1,  2009  - 

20 

/V 

Vjllllll  a  V  t 

Hnv^  Pit 
"  Liti  y  o  ui 

21  100 

Aption  Plnn  ^liihmittpH  - 

.rtL-LlVJll  L  1  till  O  U.U1111LLCU 

A QCPCQinpnt  r'ninnlptp  -  "NJo 

Zi  ft  SCS  >111L11L  V^VJlllL/lC  LC       1  i  VJ 

May  12,2009 

Opacity 

exceedances 

Implementing  Improvements, 

Action  Required,  Voluntary 

Additional  Monitoring 

Abatement  Program  Underway 

Underway,  Conducting  Study, 

Operational  Process 

Modification 

June  1,2009- 

20 

% 

6min  avg 

2  days  of 

21  100 

Action  Plan  Submitted  - 

Assessment  Complete  -  No 

June  30,2009 

Opacity 

exceedances 

Implementing  Improvements, 

Action  Required,  Voluntary 

Additional  Monitoring 

Abatement  Program  Underway 

Underway,  Conducting  Study, 

Operational  Process 

Modification 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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U.S.  Steel  Canada  Inc.  -  Lake  Erie     2330  Regional  Road  3 

Sector:               Iron  and  Steel 

Works 

Haldimand 

Ministry  Office:  Hamilton 

Date 

Limit    Unit  Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action                    Ministry  Action 

July  1,2009- 

20        %          6minavg     1  day  of              21  100 

Action  Plan  Submitted  -           Assessment  Complete  - 

July  31,2009 

Opacity  exceedances 

Implementing  Improvements,    Incident  Resolved 

Additional  Monitoring 

Underway,  Conducting  Study, 

Operational  Process 

Modification 

Total  Legislation  Non-Compliance  =  62  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2009  Air  Emissions  Monthly  Summary  -  All  Regions 


VALE  INCO  Limited  -  Copper 
Cliff  Smelter 


155  Balsam  Street 
Greater  Sudbury 


Sector:  Metal  Mining  and  Refining 

Ministry  Office:  Sudbury 


Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

ARSENIC 

Legislation  Non-Compliance 

September  25, 2009      0.3        ug/m3     24hr  avg      1  exceedance  0.433 

0.433 

Action  Plan  Submitted  - 
Implementing  Improvements 

Provincial  Officer's  Order 
Issued 

Total  Legislation  Non-Compliance  =  1  exceedance 

COBALT 

Policy/Guideline  Non- Conformance 


March  29,  2009  - 

0.1 

ug/m3 

24hr  avg 

3  exceedances 

0.12 

0.13 

Action  Plan  Submitted  - 

Provincial  Officer's  Order 

April  16,2009 

Implementing  Improvements 

Issued 

January  1,2009- 

0.1 

ug/m3 

24hr  avg 

1  exceedance 

0.768 

0.768 

Action  Plan  Submitted  - 

Director's  Order  Issued 

December  31,  2009 

Implementing  Improvements 

Total  Policy/Guideline  Non-Conformance  =  4  exceedances 
Based  on  Air  Dispersion  Modeling 


NICKEL 

Legislation  Non-Compliance 


February  3,2009  - 

2 

ug/m3     24hr  avg 

5  exceedances 

2.12 

4.4 

Action  Plan  Submitted  - 

Provincial  Officer's  Order 

April  16,2009 

Implementing  Improvements 

Issued 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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VALE  INCO  Limited  -  Copper  155  Balsam  Street  Sector:  Metal  Mining  and  Refining 

Cliff  Smelter  Greater  Sudbury  Ministry  Office:  Sudbury 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 

January  1,2009-        2         ug/m3     24hr  avg      1  exceedance        35.7         35.7         Action  Plan  Submitted  -  Director's  Order  Issued 

December  3 1 ,  2009  Implementing  Improvements 


Total  Legislation  Non-Compliance  =  6  exceedances 
Based  on  Air  Dispersion  Modeling 

SULPHUR  DIOXIDE 
Order  Non-Compliance 

January  1,2009-        690      ug/m3     24hr  avg      1  exceedance        5451         5451         Action  Plan  Submitted  -  Director's  Order  Issued 

December  3 1 ,  2009  Implementing  Improvements 


Total  Order  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

SUSPENDED  PARTICULATE  MATTER 


Legislation  Non-Compliance 

May  13, 2009  120      ug/m3     24hr  avg      1  exceedance         150  150  Action  Plan  Submitted  -  Provincial  Officer's  Order 

Implementing  Improvements  Issued 


Total  Legislation  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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VALE  INCO  Limited  -  Nickel               155  Balsam  Street 
Dflf!nflTO                                                       Greater  Sudbury 

jvennery  J 

Sector:               Metal  Mining  and  Refining 
Ministry  Office:  Sudbury 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action                    Ministry  Action 

SULPHUR  DIOXIDE 

Order  Non-Compliance 

January  1, 2009  -        690       ug/m3     /hr              1  exceedance  1255 
December  31,  2009 

1255 

Action  Plan  Submitted  -           Director's  Order  Issued 
Implementing  Improvements 

Total  Order  Non-Compliance  =  1  exceedance 

Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Waste  Management  of  Canada 
Corporation 


8039  Zion  Rd  RR4  Part  of  Lot  19-20,  Cone.  3  Sector:  Miscellaneous  Industrial 

Warwick  Ministry  Office:  Sarnia 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action 


Ministry  Action 


SUSPENDED  PARTICULATE  MATTER 
Legislation  Non-Compliance 


April  13,2009- 
April  25,2009 

120 

W 

|/m3 

24hr  avg 

2  exceedances 

128 

298 

Other 

Voluntary  Abatement  Program 
Underway 

May  25,2009  - 
May  26,  2009 

120 

W 

j/m3 

24hr  avg 

2  exceedances 

216 

239 

Other 

Voluntary  Abatement  Program 
Underway 

August  5,  2009  - 
August  6,  2009 

120 

Mi 

j/m3 

24hr  avg 

2  exceedances 

126 

136 

Other 

Voluntary  Abatement  Program 
Underway 

Total  Legislation  Non-Compliance  =  6  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Weyerhaeuser  Company  Limited      1000  Jones  Rd 

Sector: 

Miscellaneous  Industrial 

Kenora 

Ministry  Office: 

Kenora 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

OPACITY 


Legislation  Non-Compliance 


January  29,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

6 

6 

Action  Plan  Submitted  - 
Implementing  Improvements 

Assessment  Complete  - 
Action  Required 

No 

April  25,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

24 

24 

Action  Plan  Submitted  - 
Implementing  Improvements, 
Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Action  Required 

No 

May  04,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

21 

21 

Action  Plan  Submitted  - 
Implementing  Improvements 

Assessment  Complete  - 
Action  Required 

No 

September  20,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

38 

38 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Incident  Resolved 

October  07,  2009 

20 

% 

Opacity 

6min  avg 

1  day  of 
exceedances 

29 

29 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated 

Assessment  Complete  - 
Incident  Resolved 

Total  Legislation  Non-Compliance  =  5  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Xstrata  Canada  Corporation  -  Kidd    10050  Highway  101  E  Sector:  Metal  Mining  and  Refining 


Metallurgical  Site  lmm™ 

lVTiTiic4"f*v  flffiff**  Titntninc 
1V11111MI  j  VyillV-C.     1  llllllllllo 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action                    Ministry  Action 

LEAD 

Legislation  Non-Compliance 

January  1,2009-        6          ug/m3     30min  avg    1  exceedance  12.1 
March  31,2009 

12.1 

Action  Plan  Submitted  -           Provincial  Officer's  Order 
Implementing  Improvements,  Issued 
New  Equipment  or  Treatment 
Process  Installed 

Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 

SULPHUR  DIOXIDE 


Legislation  Non-Compliance 


March  12,  2009 

0.3 

ppm 

30min  avg 

2  exceedances 

0.312 

0.351 

Ceased  Operations 

Assessment  Complete  - 
Incident  Resolved 

May  01,  2009 

0.3 

ppm 

30min  avg 

1  exceedance 

0.518 

0.518 

Ceased  Operations 

Assessment  Complete  - 
Incident  Resolved 

July  28,  2009 

0.3 

ppm 

30min  avg 

1  exceedance 

0.521 

0.521 

Ceased  Operations 

Assessment  Complete  - 
Incident  Resolved 

December  11,2009- 
December  19,2009 

0.3 

ppm 

30min  avg 

2  exceedances 

0.34 

0.38 

Ceased  Operations 

Assessment  Complete  - 
Incident  Resolved 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Xstrata  Canada  Corporation  -  Kidd  10050  Highway  101  e 
Metallurgical  Site  Timmins 

Sector: 

Ministry  Office: 

Metal  Mining  and  Refining 
Timmins 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action 

Ministry  Action 

Total  Legislation  Non-Compliance  =  6  exceedances 


SUSPENDED  PARTICULATE  MATTER 


Legislation  Non-Compliance 


January  1,2009- 

100      ug/m3     30min  avg    1  exceedance 

132.1 

132.1 

Action  Plan  Submitted  - 

Provincial  Officer's  Order 

March  31,2009 

Implementing  Improvements, 
New  Equipment  or  Treatment 
Process  Installed 

Issued 

Total  Legislation  Non-Compliance  =  1  exceedance 
Based  on  Air  Dispersion  Modeling 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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Xstrata  Canada  Corporation  -  l  Longyear  Dr  Sector:  Metal  Mining  and  Refining 

Slldbliry  Greater  Sudbury  Ministry  Office:  Sudbury 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.       Facility  Action  Ministry  Action 

OPACITY 

Legislation  Non-Compliance 

February  28, 2009  -     20        %  6min  avg     6  days  of  21  90  Action  Plan  Submitted  -  Assessment  Complete  - 

August  8, 2009  Opacity  exceedances  Implementing  Improvements     Incident  Resolved 


Total  Legislation  Non-Compliance  =  6  days  of  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2010.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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